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THIS 1S UNEVALUATED INFORMATION 


25x1 
25X14 Military Arsenal at Pulj 


1. The Military Argenal® at Pulj which has boen incorporated with the ahigruai on the 
eelandof Oliviiis under the diroction of Nikola Jovenovic. The VicesDirec tor 
is a certain Major Antonic in the infantry. There are two Germans, one by the 
name of Schulz, the other unidentified, in the Electro-Technical department of 
the Arsenal, and approximetely 3,000 leborers and 1,200 employees in the 
Arsenal. These include technicians, administrative employees, clerical 
workers, guards and mess personnel. 


2. The Military Arsenal at Pulj comprises the following departments: 


fo 


2x1 + ‘Kewell Department] eT oem 
This department emoloys approximately 1,«“0persons and includes aporox tely 


13 shops, some of which are: 
(1) Blacksmith shop; 
(2) Naval blacksmith shop; 
(3) Riveting shop; 
(4) Plectrical wolding and soldering shop; 
(5) Carpentry shop; 
(6) Ironwork shop; and 
25xX1 (7) Caulking shop. 
b. Machine Department 


This department employe approximately 800 
workers and comprises 11 or 12 shops, among then: 


(1) “‘’achine shop; 
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(3) Milling machine shops 
(4) Engine shop; and 
(5) Pipe and tube shop. 


25X1 
This department comprises three shops and employs Sp 3 


Thie department, which employs Bari $00 persons, 
consists of the folleving shops! 


(1) Upholstery shop; 

(2) Naval blacksmith shops = 
(3) Carpentry shops . 

(4) Masonry shop; 

(5) Copper-amith shops 

(6) Paint shop; and 


(7) Sailmaker's shop. 


: 25X1 
e. Nautical Department 
25xX1 8 
department, which employs approximately persons, cond “the following 


shops and units: 
(1) Dook workers; 
(2) Divers; | 
(3) Painters; 


(4) Decorators; and 


(5) Guards. 


ie comprises @ single shop Which employs approximately 150 Workers. . 
g- Electric Power Plant, which employs approximately 10 persons; and 
ho Oxygen Shops which employs about 5 Persone: 

5. The chigyard: on-the’ Ialand of :OLivi. has. the ao docks: 
as Three efficient stationary docks s 

be OA 3,600 ton steel ‘floating dock; 
e. A wooden floating dock af approximately 900 tons; end oe 


a. A cement floating dock of approximtely 1, 00 tons which formerly belonged 
to Tl Germans and ig presently undergoing repairs 
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4. The following construction and repairs have been completed or are in progress 
at the Olivi Island Shipyard ahd the Military Arsenal . 


a. The two cement lending piers have been repaired and @ third landing pier 
a has been constructed; 


| 7 tracks; 

b. The three piers will be equipped with three electric cranes on tre 
one of these cranes is already in operation and the other ‘tro are rapidly 
nearing compldtion. 


d. The wall around the Militery Arsenal has boen extended beyond the iron 
- bridge whioh leads to O%izi.Jebiadi, so that it now encloses the entire 
 eampound. ‘The main etrance to the compound is now situated near the 

bridges; and 


e. The former Prince Umberto Wharf is undergoing repairs, and treoks for 
electric oranes are being leid, 
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